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Georgetown 

University A/ • ^ .-, 

Hospitals . Z-'^^' ^^'-^J 




MedStar Health 



Olll 



July 9, 2003 

Bonita Brown 

Clinical Technician 

fotcrvcntional Cardiology & Short Stay Unit- C4I 

Dear Bonita, 



ITiis letter represents verbal warning for unsatisfactmy work performance. Spcdficallv vou were rude to 
he clmica admmifitrator. Loimine Green. You also reftised to follow speciS'S^StoS to 

as tnis will not be tolerated and that fUture occurrences of this nature will result in more severe 
disciplinary action, up to and including tennination of employment. ^ 



" ' . 



Sincerely, 



• II 



•K v^oorainaior t^i Assistant Nurjiing Coordinator -4East 

I have received the original ofthis letter on this date: i 

iif ^ ■ ^ , 7////)3 

Signature -^^j;- 
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